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Inspection Report 


QUIN Ml PI AC UNIVERSITY 

Customer ID’ 46 


CertiFicale: 16-R-0026 



MT. CARMEL AVENUE 

Type: ROUTINE INSPECTION 

HAMDEN GT 06510 

Dale' dd-01-2009 


There were no non -comp) ant items identified during ihe inspection Registrant was m compliance wtn AW A 
Regu atioris and Standards a I Ihe I me oF Ihe inspection 


Prepared By: 


Title r 

Received By: 


PAULA s GLADUE, V M D USDA, APHIS Animal Care Date: 

VETS PI NARY M EOICAL QFFIC EFI Inspector 1 054 Qc5-0 1 -2000 
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QUINNIFIAC UNIVERSITY 

WT CARMEL AVENUE 


;b)(2)High, (b)(7)f 


CuslomerlD: 4& 
CertiFicale: 16-R4Q026 
She’ 001 


(b)(2)High, (b)(7)f 


HAMDEN CTOS5I0 


Type' ROUTINF INSPECTION 
Pale' Apr-07-2006 


This, was a Focused inspection based -an Ihe nor-cgmplianl itEms Ihal were -denlHien during I he iasl irspenlKJn. 
Registrant had successlully corroded all o[ the ran compliant items and was iound to bo In comtiphance wiin AWA 
Regutationg and Standards at the time oF the Focused inspection 


Prepared By: 


Title r 

Received By: 


PAULA s GLADUE, V M P US PA, APHIS Animal Care □ ate: 

VETERINARY MEDICAL OFFICER Inspector 1054 Apr-07-2006 
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QUIN Ml PI AC UNIVERSITY 

Customer ID’ 46 


CediFicale: 16-R-Q026 



MT. CARMEL AVENUE 

Type’ ROUTINE INSPECTION 

HAMDEN CT 06510 

Dale- Feb- 19-2603 


2,31 W W 

INSTITUTIONAL ANtMAL CARE ANP U-SE COMMITTEE (IACUC). 

£ 3f fd) i4) - h IACUC review of act vities involving animals (4) The IACUC shall notiFy principal investigators and the 
tesea/ch lacilliy in writing o! its decision to approve or withhold approval til LhOsti activities related 1o the care and use 
of animals " 


I. There was no documentation available lot review ihal the IACUC is notefy ng the Principal Investigators in writing 
of its decision Follow ng the conduction of the annual continuing review of animal use activities as required by this 
Section o! the Refutations. Correct from this date lorward. 


2,31 W CT 

INSTITUTIONAL ANIMAL CARE ANP USE COMMITTEE (IACUCJ- 

2.3t (e|i - K A proposal to conduct cm activity involving animals, o-r to mane a significant change in an ongoing actively 
involving aril mass, must contain lie following: (3;> A complete descriplrari or Ihe proposed use of the animals.' 

1. Review ol Protocol #AE: 

a The protocol states thaf Rabbits will be immunized using Compete Freund's Adjuvant [CFAj and will be bnostered 
3 4 weeks lulor using Incomplete Freund's Adjuvanl (JCFA) TFie records ol Rabbit #4 and #5 were reviewed al the 

1 me oF ihe inspection According to the records, CFA was administered on 1/29/06 and ther ICFA was administered 

2 weeks later Oi i 2/1 2/OB . 

2. Review of Protocol #22: 

a The pnotccol states shat blood will he drawn from the Rabbits but the volume of blood to be drawn and the 
trapuoncy ol blond draws are not speelifod. 
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A proposal for animal use musl contain a complete description ol the proposed usd of ihe animals. The IACUC 
needs lo address the issues identified for these two protocols Correct by 4v 1 .'06 


2.3 1 tel (51 

INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (IACUC). 

2 3 1 (e) ( 5 ) - "A proposal loconducl an activity invoking animals, or lo ma*e a signrf cant change in an ongoing 
activity irvalv rig animals, iliusl contain the lollowmg: (5) A deschplran af any euinanaaia method to be used.' 

1 Review c-l Proloco! #17: 

a Tnere i$ op method oF euthanasia specified tor the Gerbils as required per this Section oF the Regulations. The 
IACUC needs, lo address this, issue lor this protocol. Correct by 4/1 '08. 

2,33 (W (&} 

ATTENDING VETERINARIAN AND ADEQUATE VETERINAHY CARE. 

2 33 £b> (5) - 'Each research facilty shall establish and maintain programs of adequate veterinary care ihg$ include: 
:5; Adequate prp-pcocedural and pusl-procedural care in accordance with Current establishad veterinary madical ar d 
nursing procedures * 

i Protocol #AB slates that Rabbds will t>c checked daily following Ihe .nj-ectlon ol Complele Freund s Ac.iuvant 
(CFA). The medical records pt Rabbit #4 and #5 were reviewed The Rabbits were injecled wfth CFA or 1 i'29iVQ8, 
There was no documentation available tor review hui the Rabbits 'ware checked daily lollowing the miction ol CFA 
as specified in ihe approved protocol. 

Research faclities are required to provide adequate posl-procedura' care to malnlaln ihe health of the animals 
-Carrecl From this date forward. 

3,25 M 

FACILITIES, GENERAL, 

3 25 (c) - “Food supplies shall be stored in containers With tightly filling Ids or covers H 

i There were opened plastic bags containing eonchment food treats (fruit bits, vitamin blocks, and cereal) that were 
nDl being slored in containers with a lightly lilting lid nr cover qe renuired by I his Section oF the Regulations. Comae! 
by fflti/M. 
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331 t» 

SANITATION. 

3 3T (b) - ' Housekeeping Premises *| buildings and grounds? shall be kept dean. ..10 facilitate the presented 
husbandry practices sal lurlh in ibis subpan.' 

1. The lollowinq Housekeeping items were idenMed in the 

a There was 0 duck film pi dust presens on the lop of the racks oF cages 
b. There was a cardboard box containing nesllets thal was being stored cm she floor. 


;b)(2)High, (b)(7)f 


b)(2)High. (b)(7)f 


2. Clean enclosures ware being stored on he counter adjacent to Eha sink m the 
observed personnel using the smk to dean dirty Rabb*l enclosures during the inspector*. 


The inspector 


Prcm-stis should be kept clean lo facilitate prescribed husbandry practices and to protect the animals' health. Correcl 

by 


3 56 {M W 

SANITATION. 

•3 56 (b) (3) - "Sani1i7ation cl primary enclosures, (3) Primary enclosures for rabbits Shall be sanitized by washing 
IfiBJii with hd! water (1 E'D IT.j and snap or dale-genl as in ;i mectranicai cage washer, nr by washing all soiled 
surfaces wdn a detergent solution lollowed by a safe and effective disinfectant, of by clearing an soiled surfaces with 
live steam or name." 

1 The ngpedor observed an employee cleaning 2 dirty Rabbit enclosures during the inspection. The cages were 
washed us! rig QualrciUa and Uric. Thu Guatricide was rinsed uif altar a law minutes ol contact with the cleaned 
surfaces The label on ihe Quatricide slates that ihe contact time for effective disinfection is 10 minutes. 

2. The nspeclor checked the 2 Rabbit enclosures after they had oeen cleaned. There was dried, white residue 
present on surfaces of bolh enclosures and on? af the enclosures had some dried, dark, material present cm the !lpor. 

The dean ng process used for ihe Rabbit cages was inadequate For achieving sanifaRlion as required per this 
Section ol the Regulations. Adequate sanitization ol dirty enclosures is Important to maintaining the heailn ol the 
Rabbits, Correct irom this dale Forward 
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3,56 W 

SANITATION. 

S.&S (c) - "Houaekeepng. Premises (buildings and grounds) shall; be kepi clean and in good repair in order to protect 
1h& anianals Iram injury and io lacililala the presented husbandry practices sel lorth in this snbparl." 

1. ThE Soil owing HousekRep rig items were idenlilied in Ihe Rabbi Room during the inspenlian. 


a Tnere was 0 Shuck film pi dust present on ibe lop of the racks of enclosures 

b. Some or iha tops pi cleaned enclosures were noletl to be dirty and had a dried residue present. 

e, There was an accumulation pi bair and dust present in belween the Rabbit enclosures. 

d. There was dark, dried residue present on ine Ironl edges Of the rack! undemealh Ihe Rabbri endusures d al cauld 
be easily scraped off using a pen. 


2 . 


Tne following Housekeeping items were noted in She 


(b)(2)High, (b)(7)f 


during the inspector!. 


b)(2)High, (b)(7)f 


was nc l secured closer: arid 


a. Thera was a broken light fudure cover noted above the cage washer. 

b. The ceiling vents were noted 1o be dirty, 

c. The light Fixture cover in Ihe small slorage area in the back u! I ne| 

was hanging down 

d. Several areas ol the floor were noied to be didy anp had particulate material and dried residue presort. 

e. There was an accumulation of dust and cobwebs on the drain pipes under me sink. 


f The small storage area in the back pi the 
noise on the shelves. 


(b)(2)High, (b)(7)f 


I was generally cluttered and some duty items were 


Premises should be kept clean 1.0 facilitate prescribed husbandry practices and to protect the ammais' hoaite Correct 

bv 

2.'26..m 
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